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Message Text 


UNCLASSIFIED POSS DUPE 
PAGE 01 STATE 246108 
56 

ORIGIN EPA-04 

INFO OCT-01 EUR- 1 2 ISO-OO COME-OO OES-06 /023 R 

DRAFTED BY EPA/CCMS :FAHARRIS 
APPROVED BY EUR/RPM:ESCAMPBELL 
NBS:CPHILLIPS 

049910 

R 041425Z OCT 76 
FM SECSTATE WASHDC 
TO AMEMBASSY OSLO 

UNCLAS STATE 246108 

E. O. 11652: N/A 

TAGS: CCMS, ENRG 

SUBJECT: CCMS: MIUS PROJECT 

1 . APPRECIATE IF EMBASSY WOULD PASS FOLLOWING MESSAGE TO 
DIRECTOR SVEN-ERIK LUNDBY, DIRECTOR, NORWEGIAN BUILDING 
INSTITUTE (NORGES BYSGFORSKNINGSINSTITUTT) FROM 

F. A. (TEX) HARRIS, EPA/CCMS: 

2. I HAVE HAD PRELIMINARY DISCUSSION WITH PROFESSOR 

JACK CHADDOCK REGARDING POSSIBLE CIB LINK TO MIUS PROJECT. 
LOOK FORWARD TO FURTHER DISCUSSIONS WITH YOU IN WASHINGTON. 
PLEASE GIVE ME A CALL WHEN YOU ARRIVE WASHINGTON. OFFICE 
PHONE IS 426-2617; HOME: 554-5471, AREA CODE 202. 

3. SEVERAL CCMS EXPERTS HAVE FOUND PARK CENTRAL HOTEL, 

705 18TH STREET, N.W., WASHINGTON, D.C. 20006 TO BE 
CENTRAL AND CONVENIENT. PHONE (202) 393-4700. 

4. BEST REGARDS. KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TEXT, PUBLIC CORRESPONDENCE, VISITS, HOTEL ACCOMMODATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 04 OCT 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE246108 

Document Source: CORE 

Document Unique ID: 00 

Drafter: FAHARRIS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760374-0093 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761085/aaaacvsj.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EPA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 AUG 2004 by barnescd>; APPROVED <16 DEC 2004 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS: MIUS PROJECT 

TAGS: ENRG, NO, US, CCMS, (LUNDBY, SVEN-ERIK), (HARRIS, FA) 

To: OSLO 
Type: TE 
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